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Form of an Agreement, to be made between the Lords Cons 
miſſiners of His Majeſties Treaſury and ſuch Perſons as are 
willing to Advance Money for the Exchanging of Bills authori-= 


&zed to be iſſued at the Exchequer for any Sums nat exceeding 
& 1500000l. > 


"PER - a a 
© His Writing Jnvented. 
ME Witneſſeth, That whereas in and by one Att of Parliament lately 


*y, Made and Paſſed, Intituled, An Att for making good the Deficiencies 
; of ſeveral Funds therein mentioned, and for Enlarging the Capital Stock of 
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Money or Guincas unto 


- *Truffces in thi behalf, one full Fourth part of the Scyeral and ReſpetiveSums of Money Aſma 


a 
which all and eyery fiich Perſon and Perſons reſpettively have writtcn againſt-his, her or their (nes, 
Names upon this preſent Indenture ; which Fourth parr ſhall be kept at the Receipt of Ex- appoinced affoc 
chequer under Two ſeyeral Locks and Keys (to wit) one Key to bein rhe Caſtody of the ſaid IS. > 

=: 4 Wes R | zoo, and 
\ 4 . os then the Blank; 
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- Truſtces for His Majeſty, and the genre we ro 
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other Key in the Cuſtody of 
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who are hereby likewiſe Nominated for and on the behalf of the ſeveral Conmtraftors who 
have hereunto Subſcribed, and ſhall be applicable to the Exchanging of the faid Bills of 
Ctedit , and ſhall alfo ſerve as a Caution for the furure Advances or Payments to be made by 
the faid Contraftors reſpeKtively, in manner following, that is to ſay, as any of the ſaid Mo- 


'neys ſo paid Te Contradtors, as aforeſaid, for the ſaid Firſt Fourth part ſhall be required 
| e 


to Exchang, not accepted or refuſed in Satisfaion of Talleys or Orders of Loan, the 


* aid Bills or fach Talleysor Orders of Loan, as by the Money of the ſaid Fourth part ſhall 

- or may be taken up or ſatisfied to rhe Proprictorsbeforchand, as is herein after Exprefied. ſhall 

+be lockt up from time to time in ſuch manner as that there ſhall always lic, asaSccuriry, in the 
0 


Cuſtody of the ſaid Truſtces, the Value of the ſaid Fourth parr cither in Money, Bilsor Tal-- 
leys and Orders, as aforcfaid, which ſhall not be delivered out, till the whole Sums Subſcribed 
ſhall be advanced, paid or anſwered for the Exchanging of the aid Bills ( if there ſhall be 
occaſion) in Tach manner and proportions as the ſaid Commiſſioners of the Treaſury, or the 


_ __ High Treaſurer for the time being, ſhall fignific and dirct by any Writing to be affixed in 


the Receipt of Exchequer ( to wit) in the Office of the Chamberlains there, and a Signi- 
fication thereof to be given from time to time in the Gaxettes, which Notice or Signi- 
fication ſo to be given ſhall not, be lefs than Fourteen Days: from the Date thereof. And 


'thar all and every the Perſon and Perſons who have hereunto Subſcribed , ſhall and will 


from time totime afrer Payment of the ſaid Firſt Fourth part, advance and pay into the 


Hands of the aforeſaid Truſtees ſach further Sums in Milld Money or Guineas as the ſaid 


Commiſſioners of the Treaſury, or High Treaſurer for the time being ſhall require to be ad- 


'vanced.on ſuch Notice to be given, as aforeſaid, cither in further- part or in full of their re- 


ſpeltive _y vs and as any other part of the Money ſubſcribed (beyond the faid Firſt 


Fourth part ) bo and paid for Exchanging the faid Bills ; the Bills that ſhall 
be 'd therewith ſhall and may immediately be delivered our to the Uſe of the Con- 


| athogs, and be Current from them as from any other Perſon or Perſons whatſoever who is 


Conſented and Agreed by the 


Sum or Sums of Money 
DE wa 
every | r 
to-the Uſe of the reſt of the Con: 
ought to have paid in purſuance 


defaulr of ſuch payment by the reft ofthe Con 

Veg!) NE LT oe Aertared be ſuch Nonpayment; Any 
rary notwithſtanding. ' -And that theſaid Truftcrs To ap- 
y Apply, Wc and Pay, or cauſe to Applicd; 
c Mency ſhall | or Paid into-their Hands, toand for 
of ſuch Talleys. or Orders, -as mm ſhall from time ” 
Payment , which. ſuch Truftres: ſhall - faithfully do and © perform i 


of Credit, Part of thoſe for any Sum "not 
be made forth, as aforeſaid, to the Value 
of the ſaid Contraftors, which the ſaid 


cauſe pt Accounts in Writing of ' all their 
the View and-lnfj of the ſaid "the Treaftty, -or the High Treaſurer 
for the mc kong. and of all and t traor or Contractors, of any Per- 
ſon or Perſ ving Talleys or = Funds or Revenue whatſoever. 
And in cafe of the Death or Failure of any of the faid Truſtees Named by the faid Com- 
miſſioners of the Treafury, the faid Commiſhoners of the Treaſury -or Hig - 
for the time ſhall forthwith Name and Appoint ſome other on or Perſons to bea 


Perk 
Truſtee or T inſtead of. the Perſon. or Perſons Dying or Failing, as aforeſaid. 
And likewiſe, that if any of the ſaid Truſtees, Named for the 4d Contratkers, x fora 


Applied and Þ for-- 
id har the faid Troftees hall from tae 
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ſhall Dyc or Fail, thiey the ſaid Centraftors, or the tndjot Part of theni; hail Appoirit 
others to EP ſo-as there ſhall always be FP heh Þþoiri 


aforcſaid ; to witz,for His Majeſty and for the ſaid Contraftors 


Provided, and it is by*theſe Preſents further Concluded and Condeſcended to and Agterd, " 


aforeſaid, Thar in Caſe the ſaid Truſtees ſhall at any time or times think it to be for the 
Publick Service, and for the Benefit and Advantage of the ſaid Contraftors, That any of 
the Advance Moneys of the faid Conttators, at any time or times being in the Cuſto> 
dy of the faid T ſhould be Diſpoſed or Applied ro Take up and Satisfic to the 
Proprietors of any Talleys or Orders of Loan next in Courſe of Payment out of any 
Fund, the Principal and Intercſt Duc theroupon, before there ſhall be Money or 
Bills aQtually Brought into the Exchequer, or other Publick Offices for the Payment 
thercof, That rhen, and fo often, it ſhall and tnay be Lawful to and for the ſaid 
Truſtees, with the Conſent and Concutrence of the faid Contraftors, or the ma- 


Truſtecs tor the Purpoſes.” ” 


jor- Part of them, to Ifſuc and _— of any Part of the faid ' Advance Money, for 


wn —_ and farisfying to the Proprictors the Principal and Intereſt due on ſuch Tal- 
cys or Orders of Loan nexr in Courſe, as aforcſaid, taking care not to depart with any of 
the Money of the faid ContraQtors, until ſuch time as the ſaid Talleys or Ordets are aQtuall 

Delivered and d to the ſaid Truſtces, tothe benefit of the ſaid Contraftors. And in al 
and every ſuch Caſe the faid Truſtees ſhall be Anſwerable to the Contraftors fot wharſoevet 
ſhall be Received at the Exchequer, or any of the Publick Offices, upoa or in SatisfaRion of 
ſuch Talleys and Orders fo Paid by the faid Truſtees, and Affign'd to the uſe of the ſaid 
ContraQors, as aforeſaid, whether the fſatisfaftion thereof be made in Money, ot in ſuch 
Bills of Credit, as aforeſaid 3 Any thing in theſe Preſents contained to the contrary not- 
withſtanding. And the ſaid Sir Stephen Fox, Charles _ ue, John Smith, and Sir as 
Littleton, every of them ( on His Majeſties behalf) do Promiſe and Apree to and with 
the ſaid Contraftors, and every of them, by rheſe Preſents, that the ſaid Contraftors, and 
every of them ( duly Os with their Payments of Advance Money, and performing 
their Covenants in theſe Preſents contained Ys ſhall out of rhe Sum Authorizzd to 
be ifſued in the ſaid Bills, not exceeding 1500000 L. have and receive the Reward or Al- 
lowance therein mentioned, after the Rare of 101. per Cent. per Annum Quarterly for the 
whole Sum ſo by every Contrattor written upon theſe Preſents, from the Date of their ſe- 
veral Subſcriprions, for ſo long time as he or they ſhall be liable to anſwer any part of the 
Sums Subſcribed by him or them reſpcfively, in manner as is before exprefied. And if all 


ns Movey Subſcribed ball be; required fropn the ſaid Con rs in leſs than a Yeargtiwe- 
_* or that there rags Bax ny Sg bw RO Mionersh them Subſcti #4 


ſome part thereof for ſo long time, the Bid ContraQtors ſhall — be Entitfed to, 
and ſhall have and Reccive one whole Years Intereſt after rhe ſaid Rate of 10. peCentum 
per Annum, for the Sums by them reſpeively Subſcribed. And ir is hereby firther Feclated, 
Conſented and Agreed unto by and between the faid Commiſſioners of His Majzit:s Trea- 
ſury, and the HE Contraftors undernamed, that as ſoon as all the Moneys y them 
Subſcribed ſhall be Required and Paid in, or Advanced for the parpoſes aforeſaJ, or fo 
m-1ch thereof as there ſhall be occaſion for, then the ſaid firſt mentioned Fourth pax, which 
ſhall remain in the hands or Cuſtody of the ſaid Truſtees, ſhall be delivered out to he reſpe- 


Qive Con aiid all the Intereſt due, as well for the ſaid Subſcriptions, as wha ſhall be 


| Incurr'd on the ſaid Bills, or for the intermediate Intereſt on any Talleys or Orders which 


ſhall be taken up and farisfied to the Proprietors thercof beforchand, ſhall be divided ry and 
amongſt rhe ſeveral Contraftors in the due proportions according to their ſeveral Subſcri- 
ptions, at ſuch time or times as ſhall be thought beſt and moſt convenient by rhe ſaid T 

or be appointed by the ſaid Contraftors, or rhe Major part of them; And that the whole 
Charge, as well 0 —_—_— the faid Truſt, as of Exccuting the Powers of ſuch Truſtces, as 
aforciaid, ſhall be born and defrayed by His Majeſty. 


409000 I. Circulates 1500000 I. in Bills, the Intereſt of the ſaid 400000 |. at 101. 
7 a_ is 40000 |. 4 © the eb 15000001. is but 21. 13 5. 4d. per Cent: 
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antape to the be reckon-d 47 I. per Cent.. For if they pay dawn 0 
yg gen of pi CLOS avs lod tr then ir pln, Thu 
101. per Cent. for the whole, it is 40 per Cent. for the Money they ave altu; 


one 
7 I 
and the Intereſt running on the Bills ( or Talleys ) that ſhall be exchanged or por j re-_ 


h, will be 7 or 8]. per Cent. more. if the other Three parts are called for, the 
Subſcribers FT Ba medal to receive Bills for the ſame, will not be more in Dishurſe 
than the ſaid one Fourth part, if the ſaid Bills obtain a like Currency as Money. 
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Printed by Charles Bill, and the Executrix of Themes Newconb, deceasd, Printers to 
the Kings moſt Excellent Majeſty. 1697. | | 
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